K-488-ST.  ^ANCIS-  CATHEDRAL,  SAMTA  FE,  N.  M. 

Situated  at  the  head  of  San  Fran^iajDot^tre^*^  I 
the  Cathedral  dates  bock  to  the  ^prs  'of  17(l-^^  \ 
1714.  The  site  was  formerly  oc^ibpied  by  the''lj^ 
Church  built  by  Fray  Alonzo  BOTWtvidesA  ^v^^ich  ^1 
was  destroyed  during  the  Pueolo  Rebeflfo'n  of 
1680. 


